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DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 

COMMISSIONER 


01/23/12 


Mary Nguyen 

Assistant District Attorney, Plymouth County 
Dear ADA Mary Nguyen 

Enclosed is the irjMnmattorwoLuequeste^r^^S®''^® Commonwealth vs.| 
lab nurnbers^^^^mH^^^^I^ Included are copies of the 

following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample 


3. Analysis sheets with chemist’s hand notations and test results, 

4. GC and GC/Mass Spectral analytical data for sample # 


GC/MS testing was performed by Kate Corbett and Nicole Medina. All other analyses were 
performed by Lisa Glazer. If you have any questions about these materials, please call me 
at the number below. 


Sincerely, 

Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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3) YELLOW TABLETS {QTY: 145) 
TABLETS (S18707 ) 

















City: Brockton Police Dept. 
Officer; Detective PATRICK DONOH UE 

Amount: 401.0 
No. Cent: 1 Cont: pb 

DateRec'd: 10/04/2011 
Gross Wt.; 54.71s/ 


Prelim: 


Date Analyzed: I 


Subsl:TAB 



No. 

City 

Officer 

Def: 
Amount 
No. Cont 


Brockton Police Dept. 

Detective PATRICK DONOHUE 


338.0 

■j Cont: pb 


Date Analyzed: 


Subst:TAB 


DateRec’d: 10/04/2011 


No. Anafyzed; 

Gross Wt.: 2 ^ 3 ^ / ^et Weight: ^2S\c 

^ ^ ^ Tests: ^ ^ 

Prelim: 


Date Analyzed; ^0|'2Xi 1 i( 
City: Brockton Police Dept. \ 

Officer: Detective PATRICK DONOHUE 
DefI 


Amount: 145.0 
No, Cont; 1 Cont: pb 
DateRec'd: 10/04/2011 


SubstTAB 




No. Analyzed: 
Net Weight: 
# Tests; 


Gross Wt.: 23.08 \ / 


(MiD i2) (>^-COG(0 VvJL 
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Drug information 



DRUG NAME: OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE -- 30 MG 


Color; Light Blue 
Shape; Circle 

Imprint: m The M enclosed in a box is 
imprinted on one side and 30 above the 
score is imprinted on the reverse side., 
M30 The M enclosed in a box is imprinted 
on one side and 30 above the score is 
imprinted on the reverse side., 30 , m 

30 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
100 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 0406-8530-01 

Excipients; Cellulose, 
Microcryslalline; Sodium Starch 
Glycolate; Starch, 

Corn ; Lactose ; Stearic Acid ; FD&C 
Blue No. 2 

Regulatory Status: Schedule II 
Availability: United States 
Product ID 6594281 
Contact: Covidien Mallinckrodt 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


hftn://www.thom,<;onlic.com/iTiicromedex2/librarian/PFDefaultActioiiId/evidencexpert.Di.., 10/17/2011 
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Sequence: C:\CHEM32\1\SEQUENCE\DEFAULT.S 

Sequence Table (Front Injector): 

Method and Injection Info Part: 

Line Location SampleName Method Inj SampieType InjVolume 

DataFile LimsID 


1 

Vial 

1 

BLANK 

GENSCAN 

1 

Sample 

1 

2 

Vial 

2 

COKE/COD STD 

■ GENSCAN 

1 

Sample 

1 

3 

Vial 

3 

BLANK 

GENSCAN 

1 

Sample 

1 

4 

Vial 

1 


GENSCAN 

1 

Sample 

1 

5 

Vial 

5 

BLANK 

GENSCAN 

1 

Sample 

1 

6 

Vial 

6 

Bll-08478 

GENSCAN 

1 

Sample 

1 

7 

Vial 

7 

BLANK 

GENSCAN 

1 

Sample 

1 

8 

Vial 

8 


GENSCAN 

1 

Sample 

1 

9 

Vial 

9 

BLANK 

DRUGS 

1 

Sample 


10 

Vial 

10 

OXYCODONE STD 

DRUGS 

1 

Sample 


11 

Vial 

11 

BLANK 

DRUGS 

1 

Sample 


12 

Vial 

12 


DRUGS 

1 

Sample 


13 

Vial 

13 


DRUGS 

1 

Sample 


14 

Vial 

14 


DRUGS 

1 

Sample 


15 

Vial 

15 


DRUGS 

1 

Sample 


16 

Vial 

16 


DRUGS 

1 

Sample 


17 

Vial 

17 

BLANK 

DRUGS 

1 

Sample 



Sequence Table (Back Injector): 
No entries - empty table! 


Drug Lab GC#3 10/17/2011 1:24:31 PM ASD Page 1 of 1 
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Data Pile C:\CHEM32\1\DATA\SIG1000009.D 
Sample Name: BLANK 


Acq. Operator 
Acq, Instrument 
Injection Date 

Sequence File 
Hethod 
Last changed 


ASD Seq. Line 

Drug Lab GC#3 Location 

10/17/2011 2:44:33 PH Inj 

Inj Volume 

C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM3 2\1\HETHODS\DRUGS,H 
8/3/2010 12:43:42 PM 


9 

Vial 9 


1 

1 pi 



Area Percent Report 


Sorted By 
Multiplier: 

Dilution: 

Do not use Multiplier 


: Retention Time 

: 1.0000 

: 1.0000 

& Dilution Factor with 


ISTDs 


Signal 1: FIDl A, 


Peak RetTime Sig Type Area 
# [minj [pA^s] 


1 1,100 1 BB S 6.89239e4 


Height Area 

EpA] I 


8.11013e4 1.000e2 


Totals : 


6.89239e4 8.11013e4 


End of Report 


rug Lab GC#3 10/17/2011 2:54:33 PM ASD 


Page 1 of 1 
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Data File C:\CHEM32\1\DATA\SIG1000010.D 
Sample Name: OXYCODONE STD 


Acq. Operator 
Acq. Instrument 
Infection Date 

Sequence File 

Method 

Last changed 


ASD 

Drug Lab GC#3 
10/17/2011 2:57:26 PM 


Seq. Line 
Location 
Inj 

Inj Volume 


10 

Vial 10 
1 

1 pi 


C: \CHEM32\1\SEQUENCE\DEFAULT,S 
C:\CHEM32\1\METH0DS\DRUGS.M 
8/3/2010 12:43:42 PM 


. 

6 


8 


mtni 


pA : 
450- 

400 

350- 

300“ 

250- 

200 / 

150 

100 

50-3 

0 


FID1 A, (SiGIOOOOIO.D) 


Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: FIDl A, 

Peak RetTime Sig Type Area Height ^rea 

# [min] [pA*s] [pA] % 


1 1.101 1 BB S 7.42495e4 7.2686864 99.78064 

2 5.110 I BB 163,22995 129.68440 0.21936 

Totals : 7.44128e4 7.28164e4 


End of Report 


rug Lab GC#3 10/17/2011 3:07:26 PM ASD 


Page 1 of 1 
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Data File C:\CHEM32\1\DATA\SIG1000011.D 
Sample Name: BLANK 


Acq, Operator 
Acq. Instrument 
Injection Date 

Sequence File 

Hethod 

Last changed 


ASD Seq. Line 

Drug Lab GC#3 Location 

10/17/2011 3:10:15 PM Inj 

Inj Volume 

C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\l\METHODS\DRUGS.M 
8/3/2010 12:43:42 PM 


11 

Vial 11 
1 

1 pi 



Area Percent Report 


Sorted By : 

Multiplier: 

Dilution: 

Do not use Multiplier ^ 


Retention Time 

: 1,0000 

: 1.0000 

Dilution Factor with ISTDs 


Signal 1: FIDl A, 


Peak RetXime 
# [min] 

I ^ I 

Sig 

1 

Type 

Area 

[pA*s] 

Height 

[pA] 

Area 

o, 

o 

1 1.100 

1 

1 

BB S 

7,07686e4 

7.41455e4 

j 

1.000e2 

Totals : 



7.07686e4 

7.41455e4 



End of Report 


rug Lab GC#3 10/17/2011 3:20:15 PM ASD 


Page 1 of 1 
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Data File C: \CH£M32\I\DATA \$IG1Q0Q012.D 


Acq. Operator : ASD Seq 

Acq. Instrument : Drug Lab GC#3 Lo 

Injection Date r 10/17/2011 3:23:03 PM 

Inj 

Sequence File : C:\CHEM32\1\SEQUENCE\DEFAULT.S 

Method : C:\CHEM32\l\METHODS\DRDGS.M 

Last changed : 8/3/2010 12:43:42 PM 



Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: ; 1.0000 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1r FIDl 

Peak RetTime Sig Type Area Height Area 

# [min] [pA^s] [pA] % 


1 1.100 1 BBS 6,98718e4 7.41940e4 99.80087 

2 5.111 1 BB 139.41138 112.52707 0.19913 

Totals : 7.00112e4 7.43065e4 


End of Report 


Drug Lab GC#3 10/17/2011 3:33:03 PM ASD 


Page 1 of 1 

Folk OIG PRR 068712 





















Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1,0000 

Dilution: : 1.0000 

Do not use Multiplier & Dilution Factor with ISTDs 


Signal 1: FIDl h, 

Peak RetTime Sig Type ^ Area 
# [min] [pA^s] 


Height Area 
[pA] % 


1.101 1 BB S 7.01909e4 7,65019e4 99.86738 

5.111 1 BB 93.20801 73.42461 0.13262 


Totals 


7.0284104 7.65754e4 


End of Report 


Drug Lab GC#3 10/17/2011 3:45:54 PM ASD 


Page 1 of 1 
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Data File C: \CHEM32\1\DAT A\SIG1Q0Q014.D 
Name: 


Acq. Operator 

ASD 

Seq. Line 

14 

Acq. Instrument 

Drug Lab GC#3 

Location 

Vial 

Injection Date 

: 10/17/2011 3:48:52 PM 

In j 

1 



Inj Volume 

1 pi 


Sequence File : C: \CHEM32\1\SEQUENCE\DEFAULT . S 

Method : C:\CHEM32\l\METHODS\DRUGS.M 

Last changed : 8/3/2010 12:43:42 PM 



Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: FIDl A, 

Peak RetTime Sig Type Area ^ Height Area 

# [min] [pA’^s] [pA] % 


1 1.101 1 BB S 7,28874e4 7.35155e4 99,81914 

2 5.111 1 BB 132.06425 105.49758 0.18086 

Totals : ?,30i94e4 7,36210e4 


End of Report 


rug Lab GC#3 10/17/2011 3:58:52 PM ASD Page 1 of 1 
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Data File C : ^^H|^^^^jUA\SIG1000015 , D 
Sample Name: 


Acq. Operator : ASD Seq. Line 
Acq. Instrument : Drug Lab GCO Location 
Injection Date : 10/17/2011 4:01:^4 PM Inj 

Inj Volume 


Sequence File 
Method 

Last changed 


C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\1\METHODS\DRUGS.M 
8/3/2010 12:43:42 PM 


15 

Vial 15 
1 

1 pi 



Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Do not use Multiplier Dilution Factor v?ith ISTDs 

Signal 1: FIDl A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 


1 1.100 1 BBS 7.13297e4 7.86643e4 99.69186 

2 5.111 1 BB 220,47768 185,25768 0.30814 

Totals : 7,15501e4 7.88496e4 


End of Report 


Irug Lab GC#3 10/17/2011 4:11:44 PM ASD 


Page 1 of 1 
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Data File C: \CHEM32\1\DATA \SIG10QQO16,D 
Sample Name; 


ASD Seq. Line : 16 

Drug Lab GC#3 Location : Vial 16 

10/17/2011 4:14:37 PM Inj : 1 

Inj Volume : 1 \il 

Sequence File : C:\CHEM32\1\SEQUENCE\DEFAULT.S 

Method : C:\CHEM32\l\METHODS\DRUGS.M 

Last changed : 8/3/2010 12:43:42 PM 


Mcq. uiperator 
Acq. Instrument 
Iniection Date 



■"T"- 

4 


fN 

■c— 

x— 

LO 


.f- 

6 


mid 


Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1,0000 

Do not use Multiplier & Dilution Factor v/ith ISTDs 

Signal 1: FIDl A, 

Peak RetTime Sig Type Area Height, Area 

# [min] [pA*s] [pA] % 


1 1.101 1 BB S 7,12641e4 7,35604e4 99.62023 

2 5.112 1 BB 271,66797 234.41035 0,37977 

Totals : 7.15358e4 7.37948e4 . 


End of Report 


Drug Lab GC#3 10/17/2011 4:24:37 PM ASD 


Page 1 of 1 
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Data File C;\CHEM32\1\DATA\SIG1000017.D 
Sample Name: BLANK 


Acq. Operator : ASD Seq, Line 
Acq, Instrument : Drug Lab GC#3 Location 
Injection Date : 10/17/2011 4:27:28 PM Inj 

Inj Volume 


Sequence File 
Method 

Last changed 


C: \CHEM32\ 1 \SEQrJENCE\DEFAULT, S 
C : \CHEM32 \ 1 \METHODS\DRUGS . M 
8/3/2010 12:43:42 PM 


17 

Vial 17 
1 

1 pi 



Area Percent Report 


Sorted By ; Retention Time 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Do not use Multiplier & Dilution Factor v;ith ISTDs 

Signal 1: FIDl A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA^s] [pA] % 


1 1.100 1 BB S 6.72136e4 7.92084e4 l,000e2 

Totals : 6,72136e4 7.92084e4 


End of Report 


Page 1 of 1 

Folk OlG_PRR_068717 


rug Lab GC#3 10/17/2011 4:37:28 PM ASD 















Folk OIG PRR 068718 




Page 1 of 1 


Drug Information 


DRUG NAME: OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE - 15 MG 


Color: Green 

Shape; Circle 

Imprint: a ,- 214 

Form: Oral Tablet 

Available-Contalner-Size; 

10X10 , Bottle of 100 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsaticylic Acid) 


NDC: 52152-0214-11 
52152-0214-02 

Excipients; Starch, Corn ; D&C Yellow 
No. 10 Aluminum Lake ; Lactose 
{Monohydrate}; Cellulose, 
Microcrystalllne ; Silicon 
Dioxide; Sodium Starch 
Gtycolate; Stearic Acid 

Regulatory Status; Schedule tl 

Availability: United States 

Product ID 6527167 

Contact: Actavis Tofowa 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


http.VAw^'w. thomsonlic.com/micromedex2/libravian/PFDefauItActioiiIdyevidencexpeit.Di,.. 10/17/2011 
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Drug Information 

.... 


DRUG NAME: OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE - 40 MG 



Color: Yellow 
Shape: Circle 


NDC: 52152-0410-02 
UPC: 52152-41002 


Imprint; oc The tablet is imprinted 
with OC on one side and 40 on the 
other.. 40 

Form: Oral Tablet, Extended Release 

Avallable-Contalner-Size: Bottle of 
100 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


Excipients; Stearyl Alcohol; Talc; Titanium 
Dioxide ; Triacetin ; Polysorbate 80 ; Ferric Oxide, 
Yellow; Ammonio Methacrylate 
Copolymer; Hypromellose ; Lactose ; Magnesium 
Stearate ; PEG-400 ; Povidone ; Sodium 
Hydroxide; Sorbic Acid 

Regulatory Status: Schedule 11 

Availability: United States 

Product ID 7023817 

Contact: Actavis Totowa 


Copyright© 1974-20'! 1 Thomson Reuters. Al! rights reserved. 


http:/Avw\v.thomsonhc.com/micromedex2/librarian/PFDefauUActioiiId/evidencexpert.Di... 10/17/2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2011\System7\lO_27_ll\805467,D 

NEM 

28 Oct 2011 8:11 

BLANK 

2 

DRUGS . M 
RTE 




Abundance 

2000! 

1500 


1000 


500 


U f-T—^—r 5—f ? 1 r- 

Time-> 2.00 3.00 4.00 


TiC: 806467.D\data.ms 



5.00 6.00 


7.00 8j00~ 


-T—I—!—I - i—T—r-y-i -n—f—i—|—i—^i 

9.00 10.00 11 00 12.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


Folk_OIG_PRR 068722 


805467.D 


Thu Jan 19 12:51:34 2012 


Page 1 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

F; \Q4-'2 01l\System7\l0_27__ll\8054 68.D 
NEM 

28 Oct 2011 8:27 

OXYCODONE STD 

87 

DRUGS . M 
RTE 




TIC: 805468,D\data,ms 

6,^72 


300000 

2000001 

100000 


J 1 

Time-> 2.00 

1 ——!—r-f—T" 1 —r—r 

3.00 4.00 

“1—r-]—1—r-T" i ! 1 

bm 6,00 

1-1 1 ^ 1 

I-QO __ 

—1—[—1 1—1—I—1—? 1 1 ? ! 1 1 r -1 ^ 4 f 1 T f r- T » 1 

8.00 9.0p_ lOpO 11.00 _ 12.00 

Ret, Time 


Area 

Area % 

Ratio % 

5.872 


507134 

100,00 

100.00 


805468.D Thu Jan 19 12:51:40 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F:\Q4-2011\System7\10_27_ll\805468.D 

NEM 

28 Oct 2011 8;27 

OXYCODONE STD 

87 

DRUGS . N 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C;\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2 .L 



PK# 

RT Library/ID 

CAS# 

Qual 


5.87 C:\Database\NIST05a.L 

Morphinan" 6-one, 4,5-epoxy’-14-hydro 000076-42-6 99 
iyiorphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy"14-hydro 000076-42-6 99 


Abundance 

80 

60 

40 

20 


44 


0 i 1 i • r 


Average of 5.835 to 6.004 min.: 805468.D\dala.ms {-} 


3i5 


70 


230 




115 


84 98 


140 


128 


201 


,'l J-L, i 

T r T -r- i -< V I ' < t rt ' t 1 j I f t 'i 


175 


187 


214 

..I- 


258 

i 272 286^?^ 


nn/z-'> 


Abundance 

80 j 
601 
40 


-r-r^ 1- ' ) I I -T-j^-T-- T^ -t*-j-r-r 

40 60 80 100 120,_ 140 160 J80 _ 200 ^20 240 260 280 300 320 340 

#134019; Morphinan-S-one, 4,5'epoxy-14-hydroxy‘3-meihoxy-17-methyJ-, (5.a!pha.^ 


356 


230 


70 


140 


201 


42 

ply li, 

58 

vVi l' J 

84 

l .L 

98 

i: 1 1 

^128 

iL, kl.: 

i.'i. 

157 

cOzi^-k 

Lfi 

U I T ! j i t 

m/z-> 40 

V 1 1 r 

60 

T' r ■ 
80 

! 1 pr 

100 

120 140 

' M ' 

160 

180 


217 

il,t 


258 


244 


272 


286 


300 




T-r-n 


805468.D Thu Jan 19 12:51:40 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data Filej 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2 01l\System7\10_27__ll\8 054 82 .D 
NEM 

28 Oct 2011 12:05 

BLANK 
LAG 
2 

DRUGS , M 
RTE 


Abundance TIC: 805482.D\data.ms 



Ret - Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


805482.D Thu Jan 19 12:51:52 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2011\System7\10_27_ll\805483.D 

Operator : NEM 

Date Acquired : 2^Oc^20^^12:21 

Sample Name : 

Submitted by : LAG 
Vial Number : 76 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


200000 

150000 

100000 

50000 

0 ^ 


TIC; 805483.DWata.ms 



Time-> 2.00 3.00 4,00 5.00 6.00 7.00 8,00 9.00 10,00 11.00 _ 12.00 


Ret, Time 

Area 

Area % 

Ratio % 

5 . 867 

303013 

100.00 

100.00 


805483.D Thu Jan 19 12:51:58 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F r \Q4-2011\System7\l0_27__ll\8054 83 . D 

Operator : NEM 

Date Acquired : 28 Oct 2011 12:21 

Sample Name : 

Submitted by : LAG 

Vial Number : 76 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: 


PK# 


RT 


C:\Database\SLI.L 
C;\Database\NIST05a.L 
C; \Database\PMW__T0X2 , L 


Library/ID 


Minimum Qua1ity: 80 
Minimum Quality: 80 


CAStt 


Qual 


5.87 C:\Database\NIST05a.L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 

80 

60 

40 

20 


OA-T-j-V 

m/ 2 -> 20 

Abundance 


80 

60 

40 

20 

0 


Average of 5.830 to 6,983 min.: 805483.D\data.ms (-) 


42 


70 


230 




115 


j 




140 201 

1 


55 

84 i 

128 

187 1 

. 161 ’p l! , 2.15 , 

i 1 1 1 rill 1 1 t' t 'j-v-r 'i' 1 1 I s 1 

258 1 

r 

. iJitn 

r r j I -1 p 



1 ' 24*1 I 272 286 ^ 

T-rr-r-v ■ 1T-» T-f ^l 1 1 'i "< i 1 ‘-rr- i-rSf 


40 60 80 100 120 140 1_60 180 200 220 240 260 280 300 

#134017: Morphinan-6-one, 4,5-8poxy-14‘hydroxy-3-methoxy-17-methyl-, (S.alpha.)- 


230 


42 


16 28 


70 


66 


84 98 


mlz-> 


20 40 


60 


80 


115 201 

187 i 

7® 159 175 ,i| 

iI, ini,..!:!!.!. Ii-tli.ih ..'il Jill 

. ■ ■ - j - m-■ 


215 


258 


244 


212 




286 


300 


100 120 140 160 180 200 220 240 260 280 300 


805483 .D 


Thu Jan 19 12:51:59 2012 


Page 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2011\System7\lO_27_ll\805485.D 

NEM 

28 Oct 2011 12:52 

BLANK 
LAG 
2 

DRUGS , M 
RTE 


Abundance 


T!C; 805485,D\dala.ms 



Time-> 2.00 3 00 4.00 5,00 6,00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret» Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS* 


805485,D Thu Jan 19 12:52:10 2012 


Page 1 


Folk OIG PRR 068728 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4“2011\System7\l0_27_ll\805486,D 

Operator : NEM 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 77 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


28 Oct 2011 13:07 



Atundance 

1500000] 


TIC: 805486.D\dafa.ms 

5.$77 


1000000 

500000 


2.00 


■r -j—I—!—^—j—i—I— f ——I—!—I—I—f—I—r-v s—}—i— e—— f—i— ! —I—I—j:—i—rn i f—i—^—i—i \ r- 

3,00 4.00 5.00 6„0P 7.00 _8,00 9. 00 10.00_ 11.00 ,12.00 


Ret. Time 

Area 

Area % 

Ratio % 

5.877 

2020597 

100,00 

100.00 


805486 .D 


Thu Jan 19 12:52:18 2012 


Page 1 


Folk_OIG_PRR_068729 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q4-201l\System7\l0_27_ll\805486.D 

NEM 

.13:07 


LAG 
77 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C ; \Database\lSriST05a . L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


5.88 C:\Database\NIST05a.L 

Morphinan'-6“One, 4,5-epoxy-14-hydro 000076“42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan~6“One^ 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 

80 

60 

40 

20 

0 


Average of 5.824 to 6.068 min.: 805486.D\dala.ms (-; 


3l6 


230 


42 


70 


55 


115 


140 


201 


Qo 128 

84 -I 

I, ,Liii L,'i, ,U. 


.188 


215 


258 


244 I 272 286 

T-pr r rU ^ j-|-j'-1 I I T ’ ( I- 


m/z-> 
Abundance 

80 

60 

40 

20 

0 

fn/Z”> 


159 

. , J'-.,,-!!!, . 

T 1 V 1 j T > 1 1 y r I r t I t r r r I '-i■■ j i-f-y-T-nrT’T- y -i'- Y - t T'y'T-T -r - ry - r - 'r 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 

#134019: Morphinan-6-one, 4,5-8poxy-14-hyc1roxy-3-methoxy-17-mefhyl-, (5.alpha.)- 

3i5 


355 




230 


140 


201 


30 


42 


70 


258 

58 

' ..iii ^ 

115 

84 98 ,| ■'28 

. I . Ik r'ii. 

■187 217 

...'k: .S I. ,!i, Ji ,j 

1 244 

272 286 } 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


805486 .D 


Thu Jan 19 12:52:19 2012 


Page 2 


Folk OIG PRR 068730 








Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2011\System7\10 27 11\805400.D 

Operator 

NEM 

Date Acquired 

28 Oct 2011 16:44 

Sample Name 

BLANK 

Submitted by 
Vial Number 

2 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TfC: 805400.D\dala.ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS^^* 


805400.D Thu Jan 19 12:52:59 2012 Page 1 


Folk OIG PRR 068731 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-201l\System7\l0_27_ll\805293.D 
NEM 

28 Oct 2011 16:59 

OXYCODONE STD 

87 

DRUGS,M 
RTF 


Abundance 

400000 

300000 

200000 

100000 

0 .r-i..r- 

Time-‘> 2,00 3.00 


4.00 


TIC; 805293.D\dala.ms 

5.$72 


'5.00 6.00 7.00 8.00 9.00 lOlOO , _1 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

5.872 

544542 

100.00 

100.00 


805293 . D 


Thu Jan 19 12:53:15 2012 


Page 1 


Folk OIG PRR 068732 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-201l\System7\l0_27_ll\805293.D 

NEM 

28 Oct 2011 16:59 

OXYCODONE STD 

87 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


RT Library/ID 


CAS# Qual 


5.87 C:\Database\NIST05a.L 

Morphinan-6-one, 4,5-epoxy-14“hydro 000076-42-6 99 
Morphinan-6“One, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 97 


Abundance 


I 


80 

60! 

40 

20 

0 


nVz-> 


42 


70 


Average of 5.829 to 6.031 min.: 806293.O\data.ms (-) 


230 


li 

115 


Ij 


140 201 

I 55 

,84 1 

128 

ik 

187 1 

, 161 7® 111 i kk 

1 i.ll : 

~T~T~~rT~~rT~T' 

-r-r-y f 7“T*'T^~T- T“r" 

i, }' ,i, 
rWirAfn 

I j « f 1 } j 1 I i y t 1 1 1 1 T 11'iY- f'r 


258 

244 [ 281 


40 60 80 too 120 140 160 180 200 220 240 260 280 300 320 340 




355 


I 


Abundance 

80 

60 

40 

20 


#134019; Morphinan-6-one, 4,5-epoxy-14-hydroxy-3-mettoxy-17'methyl-, (6,alpha.)- 


230 


70 


140 


201 


42 


115 


„i3o li I iT,.,T.,, i,k 

U T 1' I T p! T" I [ ; I 1 r-rp^T-t-r-pT' Vi t 


84 98 


128 


rn/z--> 


187 


217 


, 157 175 |j , i'l 

■k i.'-i, ,.’ 7 .pi i;-;! M 


258 


244 k 272 286 


300 


■[■■rT'T‘T‘T‘T“r‘n“T'':■ 

40 60 80 100 120 140. 160 180 200 220 240 260 280 300 320 340 


805293 .D 


Thu Jan 19 12:53:15 2012 


Page 2 


Folk OIG PRR 068733 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F:\Q4~201l\System7\lO_20_ll\804620.D 

LAG 

20 Oct 2011 16:37 

BLANK 


DRUGS.M 
RTF 


i/L\c 


Abundance TfC: 804620.b\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


804620.D Mon Jan 23 11:21:47 2012 


Page 1 


Folk OIG PRR 068734 





Area Percent / Library Search Report 


Information from Data Pile; 

File Name ; F:\Q4-201l\System7\10__20_ll\a04621.D 

Operator : LAG 

Date Acquired : 20 Oct 2011 16:53 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 21 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Abundance 


TIC: 804621.D\data.ms 


300000 

5-^ 

J77 


200000 




100000 

0^ 

L_l-^ ^ — 1 - , ^ 

r i ?—( — r-T — r-^ T } i ^ 

-T' ^ . 


Time*-> 2.00 3,00 4.00 5,00 6.00 7,00 8X0 9.00 10.00. „11X0 12,00 


Ret, Time 

Area 

Area % 

Ratio % 



5.877 

392026 

100.00 

100.00 




804621.D Mon Jan 23 11:21:52 2012 Page 1 


Folk_OIG PRR 068735 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2011\System7\lO_20__ll\804621.D 

Operator : LAG 

Date Acquired : 20 Oct 2011 16:53 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 21 

AcquisitionMeth; DRUGS M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C: \Database\PMW__TOX2 .L 

PKtt RT Library/ID 


1 5.88 C:\Database\NIST05a.L 


Morphinan-6~one, 

4. 

5-epoxy-14-hydro 

000076-42-6 

99 

Morphinan-6 -one, 

4 , 

5-epoxy-14-hydro 

000076-42-6 

99 

Morphinan-6-one, 

4, 

5-epoxy-14 -hydro 

000076-42-6 

99 


Minimum Quality; 80 
Minimum Quality; 80 


CAS# Qual 


Abundance Average of 6.835 to 5.999 min.: 804621 .D\clata.ms (-) 

3i6 

80 

60 


230 



m/z--> 20 _40 60 8p_100_120 J40 160 180 200 220 240 ^60 280 30^> 



804621.D Mon Jan 23 11:21:53 2012 Page 2 


Folk^OIG PRR 068736 
















Area Percent / Library Search Report 


Information from Data File; 

File Name ; F;\Q4-201l\System7\10_20_ll\804641.D 

Operator i LAG 

Date Acquired : 20 Oct 2011 22:02 

Sample Name : BLANK 

Submitted by : LAG 

Vial Number ; 1 

AcquisitionMeth: DRUGS.M 

Integrator ; RTE 


Abundance TIC: 60464LD\data,ms 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


804641. D Mon Jan 23 11:22.: 09 2012 Page 1 


Folk_OIG PRR 068737 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4~2011\System7\lO__20_ll\804642.D 

Operator : LAG 

Date Acquired : 20 Oct 2011 22:17 

Sample Name : 

Submitted by : LAG 

Vial Number : 42 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Abundance 


100000 


60000| 

! 


TIC: 804642.D\clala.ms 

5.$72 


Time--> 



Ret. Time 

Area 

Area % 

Ratio % 

5.872 

198608 

100.00 

100.00 


804642.D Mon Jan 23 11:22:13 2012 Page 1 


Folk OIG PRR 068738 






Area Percent / Library Search Report 


lnfoi“mation from Data File: 

File Name : F:\O4-2011\System7\l0_20_ll\804642.D 

Operator : LAG 

Date Acquired : 20 Ont 2Q11 22 :17 

Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


LAG 

42 

DRUGS,M 
RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C 1 \Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMN_TOX2.L 


PK# RT Library/ID 


CAS# Oual 


5,87 C:\Database\NIST05a,L 

Morphinan-6"One, 4,5”epoxy'-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 

80 

60 

40 

20 

0 


Average of 5.846 lo 5,988 min.: 804642,D\data,ms {-) 


315 


42 


70 


230 


55 




115 


84 




140 


201 


128 

.Ik 


159 1/S 


187 




Ur 


214 

111 


258 

I 272283 




m/z-> 40 60 80 100 _ 120 „J40 _J60 J80 200 220 240 260 280 300 

Abundance #134019; Morphinan-G^one, 4,5-epoxy-14-hydroxy-3-methoxy-17-melhyl-, (S.afpha,)- 

80 


60 


40 


20 


230 


70 


140 


201 


30 


42 


58 

t II. 


116 


84 96 

r .L q 


128 


mrz-> 


40 60 


80 




187 

157 175 111 


217 


258 


244 


100 120 


T-f-rr- 

140 160 


T 


272 286 


180 200 220 240 260 280 300 


804642.D Mon Jan 23 11:22:14 2012 Page 2 


Folk_OIG_PRR_068739 










Area Percent / Library Search Report 


Information from Data File: 

File Name 

P:\Q4-2011\System7\10 20 ll\804644.D 

Operator 

LAG 

Date Acquired 

20 Oct 2011 22:48 

Sample Name 

BLANK 

Submitted by 

LAG 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance tfC: 804644.b\dala.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


804644.D Mon Jan 23 11:22:20 2012 


Page 1 


Folk OIG PRR 068740 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2011\System7\l0_20__ll\804645 .D 
LAG 

20 Oct 2011 23;04 


45 

DRUGS.M 
RTE 


Abundance TIC: 804645.b\data,ms 

I j 

600001 


40000 

30000 

20000 

10000 - 


Tjme--> 2.00 


i [ > I [ t r"rT~j i -r-i — F - j -r- 1 —— > i t r --y'- v i > ) —r i < i ( j' i i t ^ ^ r“i i—r 

3.00 4.00 _ 6.00 _6,00 _7.00 8.0 0 9.00 1 0.00 11JO 12.0_0 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


804645.D Mon Jan 23 11:22:24 2012 


Page 1 


Folk_OIG_PRR_068741 






Library Searched 

Quality 

ID 


C:\Database\NIST05a.L 

99 

Morphinan-6-one, 4,5-epoxy-14-hydroxy-3-methoxy™17-methyl-, (5.alpha. 

)- 



Folk_OIG_PRR_068742 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F; \Q4-201l\System7\10__20_ll\804647 .D 
LAG 

20 Oct 2011 23:35 

BLANK 
LAG 
1 

DRUGS . M 
RTF 


Abundance 

2000 

1500 

1000 


500 






2.00 


TIC: 804647.D\data.ms 



3.00 


4.00 


5.00 6.00 


7,00 


8.00 


9.00 


10.00 11.00 12.00 


Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


804647.D 


Mon Jan 23 11:22:32 2012 


Page l 


Folk OIG PRR 068743 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired i 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F;\Q4-2011\System7\l0_20_ll\804648 
LAG 

20 Oct 2011 23:50 



48 

DRUGS * M 
RTS 


Abundance 


TiC: 804648.D\data'ms 


100000 

aoooo 

60000 

40000 

20000 


_ _Ji_ 

r"r- 

2,00 

-T—I—^—1—1—1—1—1—1 1 1 1 j 1 1—t 'r-i-T" 

3,00. 4.00 ..__ 6.00 6.00 

-T — i — 1 — j —p —}—r 

7,00 

’ 1 ■,'' 1 '' 1 ' 1 '''' 1 '''' ('''' 

8,00 _ 9.00_10.00._11.00 ..J.2,00 

Ret. Time 

Area 

Area % 

Ratio % 

5.872 

154877 

100.00 

100.00 


804648 .D 


Mon Jan 23 11:22:39 2012 


Page 1 


Folk OIG PRR 068744 






Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q4-2011\System7\10 20 

_11\804648.D 

Operator 

LAG 


Date Acquired 

20 Oct 2011 23:50 


Sample Name 



Submitted by 

LAG 


Vial Number 

48 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


1 5.87 C:\Database\NIST05a,L 

Morphinan-6-one, 4,5-epoxy~14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 97 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 97 


Abundance 

80 
60 
40 
20 
0 

m/Z'-> 20 

Abundance 

I 

i 

80] 

601 
40| 

20 


Average of 5.840 to 6.978 min.: 864648.D\data.ms (-; 


315 


42 


70 


230 


55 

Hi. Jl'l u 

-■I I 


■115 


84 


98 


140 


40 60 80 _ig0 120._.140 160 .180 200 220 240. 260 _280 

#134017; Morphinan-6*one, 4,5-epoxy-14-hydfoxy-3-methoxy-'17’niethyi-, (5.afpha.)- 




128 


Ik 




159 


201 
187 ! 

175 il ! 214 
I, ,(,i| 


268 


244 


^ j )■ t I I j I j j ' } t I j t' f h r j -r 


281 300 


M f I I j 


rV^r-, 

300 


230 


42 


70 


115 


15 28 I 


55 


-]-i-r-rTY- 

20 40 




Ul 


, 84 


128 


4 201 
187 I 

I i 159 75 111 Ji ^ :f 


258 

244 II 272 


286 


300 


* f i I i 'l j 1 ' I r -i I ' f 'ii'i t | i' i 'i 'i j i t"!' i [‘ | f i i'-t [ i | ■ | 

60 80 100 120 140 160 180 200 220 240 260 280 


300 


804648.D 


Mon Jan 23 11:22:40 2012 


Page 2 


Folk_OIG_PRR_068745 



















9^Z890 910 M|Od 
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I 
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Qui^M aidiu’es 

12=00 IT02 AOO XZ 

pa^Tubov 

ova 
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a’0S9t-08\TT 02 0l\iUi3qsAs\TI02-?’O\ =a 
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Area Percent / Library Search Report 


Information from Data File; 

File Name r F:\Q4~2011\System7\lO_20__ll\804651.D 

Operator ; LAG 

Date Acquired r 21 Oct 2011 00:36 

Sample Name : 

Submitted by : LAG 
Vial Number : 51 

AcguisitionMeth: DRUGS.M 
Integrator ; RTE 


200000 


100000 


TIC: 804661P\data.m$ 

5.^77 



Ret. Time 

Area 

Area % 

Ratio % 

5,877 

395770 

100,00 

100.00 


804651,D Mon Jan 23 11:22:51 2012 


Page 1 


Folk OIG PRR 068747 



Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2011\System7\lO_20_ll\804651.D 

LAG 

21 Oct 2011 00:36 


LAG 

51 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# RT Library/ID 

CAS# 

Qual 


1 5,88 C:\Database\NIST05a.L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 



Abundance 


80 


60 


40 


20 | 


J30 


Of- 


m/z-> 


40 


#134019; Morphinan-6-one, 4,5-epoxy-14-hydroxy-3-methoxy-17-me(hyK (6.alpha.)- 


42 


68 


70 

I 


84 98 

I I .I. , L j1L 


140 


115 


128 


187 

157 176 HI 


230 


201 


217 

iM 


258 


244 


272 286 ^9^ 


~r 

60 80 100 120 140 160 180 200 220 240 260 280 300 


804651,D Mon Jan 23 11:22:52 2012 Page 2 


Folk_OIG_PRR_068748 















Area Percent / Library Search Report 


Information from Data File: 

Pile Name 

F:\Q4-2011\System7\l0 20 ll\804653.D 

Operator 

LAG 

Date Acquired 

21 Oct 2011 1:07 

Sample Name 

BLANK 

Submitted by 

LAG 

Vial Number 

1 

Ac quisitionMe th 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 804653,O\dala.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS’^** 


804653 .D 


Mon Jan 23 11:22:58 2012 


Page 1 


Folk_OIG_PRR_068749 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-201l\System7\lO_20__ll\804654 ,D 
LAG 

21 Oct 2011 1:23 


LAG 

54 

DRUGS.M 
RTE 


Abundance 

500000 

400000 

300000 

200000 

100000 


ov^ 


1 ^ 

-1—r-j”)—1—i—r |f ! 

^ 1 1 f 1 1 i 

—T—j—?—1—TT—1—1—1—1—!—J—1—1—1—F‘"pT" 1—TT—j—1—r- 

-r*T— 

Tjme--> 2.00 

3 00 

4.00 

5,00...6.00 

7.00 

8.00 9.00_10.00 11,00.12,00 


Ret. Time 



Area 

Area % 

Ratio % 


5.877 



637194 

100.00 

100.00 



TIC: 804654.D\data.ms 

6i77 


804654 .D 


Mon Jan 23 11:23:02 2012 


Page l 


Folk OIG PRR 068750 






Area Percent / Library Search Report 


Information from Data File: 



File Name 

F;\Q4-2011\System7\10 20 

_11\804654 .D 


Operator 

LAG 



Date Acquired 

21 Oct 2011 1:23 



Sample Name 




Submitted by 

LAG 



Vial Number 

54 



AcquisitionMeth 

DRUGS,M 



Integrator 

RTE 



Search Libraries: C;\Database\SLI.L 

Minimum 

Quality: 80 


C: \Database\NIST05a . L, 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASf) 

Qual 


1 5.88 C:\Database\NIST05a.L 

Morphinan-6~one; 4,5“epoxy-14-hydro 000076-42-6 99 
Morphinan-e-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 



Abundance 

I 


80 i 


60 


40 


20 


m/z-> 


30 


40 


#134019: Morphinan*6-one, "4,5’epoxy-14-hydroxy-3-methoxy-17-methyl-, (S.alpha,)- 


42 


68 


70 

! 

i 


140 


115 


60 


84 

li. J. 


T- 

80 


I,.. 


126 


[lA. 


157 

,n.i. 


187 

175 l l 


230 


201 


217 


268 


244 


272 286 


100 120 140 160 180 200 220 240 ._260 280 300 


804654 .D 


Mon Jan 23 11:23:03 2012 


Page 2 


Folk_OIG_PRR_068751 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4'-2011 \System7\lO_20_11\804656 .D 
LAG 

21 Oct 2011 1:54 

BLANK 

2 

DRUGS .M 
RTE 


Abundance TIC: 804656.D\cfata.ms 



Tjme*'> 2.00 3.00 4.00 5,00_6.00 7.00 8.00 9.00 JO-OO 11,00 .,. ,12.00 


Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


804656.D 


Mon Jan 23 11:23:16 2012 


Page 1 


Folk OIG PRR 068752 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F:\Q4-201l\System7\l0_20_ll\804657.D 

LAG 

21 Oct 2011 2:09 

OXYCODONE STD 

21 

DRUGS . M 
RTB 


Abundance 

250000 

200000 

150000 

100000 

50000 


5.$77 


TjC: 804657.D\data.ms 



' ' j ’ ' 

-r-^-r-T- 

1 1 1 1 i 1 1 ] I 

h , . f . . . 


2,00 

3-00 

4,00 

.5,00 6.00 

. 7*00 

8.00 9.00... 10.00 1.1,00.12.00 

Ret. Time 



Area 

Area % 

Ratio % 

5.877 



370204 

100.00 

100.00 


804657,D 


Mon Jan 23 11:23:20 2012 


Page 1 


Folk_OIG_PRR_068753 






Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q4-201l\System7\10 20 

11\804657.D 

Operator 

LAG 


Date Acquired 

21 Oct 2011 2:09 


Sample Name 
Submitted by 

OXYCODONE STD 


Vial Number 

21 


AcquisitionMeth 

DRUGS .M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C;\Database\NIST05a.L 

C: \Database\PMVJ_TOX2 . L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


1 5.88 C:\Database\NIST05a.L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4 ,5-epoxy -14 -hydro 000076-42-6 99 


Abundance 

80 

60 

40 

20 


Average of 5.835 to 5.983 min.: 804667.D\dala.ms (-) 


42 70 


55 

[h .hi 


115 


^ 84 


128 




230 


140 


201 


187 


161 ill , 

hi jH;'. I*!? 


214 


I ,1 n ^ I 


258 


315 


244 


300 


I .n 272 286 , ,1 

-i-. . r , | , . 1) '^ I 


U I t \ r T~ fT - ^ ‘ I I' I- T - j i iV i'ly i' t ri ‘ Y t < i "'r T--| V T- T r j' l i r 'f* y' ?■'T i I ' j > ' i I ' i' ) j')'V | 

m/z>-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


Abundance 


80 


60 


40 


20i 


#134017: Morphinan*6*one. 4,5-8poxy-14-hydroxy-3-meltioxy-17-methy!-, (6.a1pha.)- 


42 


jl6 28 


3i5 


230 


70 


i 65 

I 


m/z--> 


20 


■■r-^p-r-T-T-pr 

40 60 


80 


84 9,8 

4404 


115 201 

187 I 

?? 159 175 ||j 

, A .-ii 


215 


258 


2f ; 272 286 


300 




T-r-T-T-T-p-rr'i p « m s V > i p .T-v-v‘p-r'rTVj-i-T4--rp 

100 120 140 160 180 200 220 240 260 280 300 


804657.D Mon Jan 23 11;23:21 2012 


Page 2 


Folk OIG PRR 068754 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File; 

Ft \Q4-2011\System7\l0__20__ll\804665 .D 
LAG 

21 Oct 2011 4:13 

BLANK 
LAG 
2 

DRUGS , M 
RTF 


Abundance TiC: 804665*D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS**-* 


804665.D 


Mon Jan 23 11:23:38 2012 


Page 1 


Folk_OIG_PRR_068755 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F: \Q4-2011\System7\lO_20__ll\804666 .D 
LAG 

21 Oct 2011 4:28 


LAG 
66 

DRUGS,M 
RTE 


Abundance T(C: 804666.b\data.ms 



Ret. Time 


Area Area % Ratio % 


4.130 200125 45.26 82.67 

5.872 242073 54.74 100.00 


804666.D 


Mon Jan 23 11:23:42 2012 


Page 1 


Folk_OIG_PRR_068756 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q4-2011\System7\10_20_ll\804666.D 

Operator : LAG 

Date Acquired ; 2^Oc^20^ 4:28 

Sample Name ; 

Submitted by : LAG 

Vial Number : 66 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


4.13 C:\Database\NIST05a.L 

5-Octadecene, (E)~ 007206-21-5 95 
1-Heptadecanol 001454-85-9 95 
Bromoacetic acid, pentadecyl ester 131143-01-6 95 


Abundance Average of 4.103 lo 4.267 min.: 804666.D\data.ms (-) 



804666.D Mon Jan 23 11:23:43 2012 Page 2 


Folk OIG PRR 068757 

















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

F;\Q4-201l\SyStem7\lO_20_ll\804666.D 
LAG 

21 Oct 2011 4:28 

LAG 

66 

DRUGS , M 
RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a*L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


5,87 C:\Database\NIST05a,L 

Morphinan“6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one; 4/5-epoxy-14-hydro 000076-42-6 99 


Abundance 

80 

60 

40 

20 


0 

Abundance 

ao 

60 


40 


20 


Average of 5.840 Jo 5.972 min.: 804666-D\data.ms {-) 


316 


42 


70 


230 


66 


116 


.84 


m 


140 


201 


187 




171 


214 


258 

2^ i| 272 286^?° 


T- j n 1 f i I- I ' I j I I I I I y - 'r ' l i t [ 1 ''' ) ' ^ ') n i rt t Vt 'T i j'i V ' r" rij "r ~i i --i | . p ' r- r^f | f I ' M i t j i i i i . p 

20 40 60 80 100 120 t40^^_ 1^^ 180 _ 200 220 240 260 280 300 320 340 

#134017: Morphinan-6*one, 4,5*epoxy-14-hydfoxy'3-methoxy-17-niethyK {6-a(pha.)* 


355 


230 


42 


15 26 


m/z-“> 


-rnrryi 


70 

55 i 84 98 


116 


140 


187 


201 


uUiJtsijjLJL'r I 


215 


268 




rp 




t'y 1 H 


272 

T-t4-l 


286 


300 

■ 1 




"T 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


804666,D Mon Jan 23 11:23:43 2012 Page 3 


Folk_OIG_PRR 068758 














Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2011\System7\10 20 11\804668.D 

Operator 

LAG 

Date Acquired 

21 Oct 2011 4:59 

Sample Name 

BLANK 

Submitted by 

LAG 

Vial Number 

2 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTS 


Abundance TIC: 8O4608.D\da!a.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


804668.D Mon Jan 23 11:23;49 2012 Page 1 


Folk OIG PRR 068759 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-201l\System7\l0_20_ll\804669,D 
LAG 

21 Oct 2011 5;15 


69 

DRUGS.M 
RTE 


Abundance TjC: 804689.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.130 

223488 

41.95 

72.26 

5.872 

309289 

58,05 

100.00 


804669.D Mon Jan 23 11;23:54 2012 


Page l 


Folk OIG PRR 068760 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2011\System7\l0_20_ll\804669.D 

Operator : LAG 

Date Acquired 5:15 

Sample Name 

Submitted by : LAG 

Vial Number : 69 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI*L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality; 80 

C t\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.13 C:\Database\NIST05a.L 

l“Heptadecanol 001454-85-9 95 
Bromoacetic acid, pentadecyl ester 131143“01-6 95 
Bromoacetic acid, hexadecyl ester 005454-48-8 94 


Abundance Average of 4.093 to 4.326 min.: 804669.O\data.ms (-) 



Abundance #96333:1-Heptadecanof 



804669.D Mon Jan 23 11:23:54 2012 Page 2 


Folk OIG PRR 068761 





















Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Ac quisitionMe th 
Integrator 


F:\Q4-2011\System7\lO_20_ll\804669.D 

LAG 

21 Oct 2011 5:15 


69 

DRUGS.N 
RTE 


Search Libraries: 


PK# 


RT 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C;\Database\PMW TOX2.L 


Library/ID 


Minimum Quality; 80 
Minimum Quality; 80 


CAS# 


Qual 


5,87 C:\Database\NIST05a,L 

Morphinan-6~one, 4^5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan~6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


42 


Abundance 

80 
60 

40 

20 

O t-r - vr - y 

m/z-> 40 

Abundance 

80 

60 
40 
20 

0 

m/z-> 


Average of 5.835 to 6,004 min.: 804669.D\dala,ms {-} 


70 


230 


115 





140 

65 

84 98 

128 








ij 

MV 

1 


201 


187 


30 


-TH- 

40 


161 175 j 

' )■]' ‘r I Iff' 


214 


258 

i 270^^^ 


300 


60 80 10p_J20 140 160 180 200 .._220 240 260 280 300 

#134019: Morphinan-6-one, 4,5-8poxy-i4-hydroxy-3-methoxy-17-niethyS‘, (S.afpha,)- 


230 


70 


140 


201 


42 


58 


115 

84 98 I 128 

i .-M | 


187 


217 


268 


2^ 286 


300 


157 Ip 1 ||i| ||| 244 

. .. , -rr .yl ' , 

60 80 100 120 140 160 180 200 220 240 260 280 300 


804669.D 


Mon Jan 23 11:23;55 2012 


Page 


Folk OIG PRR 068762 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-201l\System7\10__2 0__ll\804 677.D 
LAG 

21 Oct 2011 7:18 

BLANK 

2 

DRUGS * M 
RTE 


Abundance 


UC: 804677,0\dala.ms 



T!me^-> 2.00 3.00 4.00 6.00 6.00 7.00 8.00 9.00 10.00 11.00_12.00 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


804677,D 


Mon Jan 23 11:24:08 2012 


Page 1 


Folk OIG PRR 068763 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-201l\System7\l0__20_ll\804678 .D 
LAG 

21 Oct 2011 7;34 

OXYCODONE STD 

21 

DRUGS - M 
RTE 


Abundance 

250000] 

I 

200000 

150000 

100000 

50000 


Tlme'-> 2.00 

3,00.4,00 

5.00 6.00 

7.00 

8,00 9.00 10.00 11.00 12.00 

Ret. Time 


Area 

Area % 

Ratio % 

5.877 


347456 

100.00 

100.00 


TIC: 804678.DWala.ms 
5.877 


804678,D 


Mon Jan 23 11:24:12 2012 


Page 1 


Folk OIG PRR 068764 





Area Percent / Library Search Report 


Information from Data File: 



File Name 

P;\Q4-2011\System7\10 20 

11\804678 ,D 


Operator 

LAG 



Date Acquired 

21 Oct 2011 7:34 



Sample Name 

OXYCODONE STD 



Submitted by 




Vial Number 

21 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries; C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a,L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASfj 

Qual 


1 S,88 G:\Database\NIST05a.L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 


Average of 5,835 to 5,999 min.; 804678.b\data.ms 0) 



m/ 2 -> 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


804678,D 


Mon Jan 23 11:24:12 2012 


Page 2 


Folk OIG PRR 068765 














